Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 6/14/2011 5:49:08 PM 

To: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James.Hanchett] 

Subject: RE: DPH Project 

See you at 9:00. Didn't talk to Mark about the tile. At least if I did I already forgot. Where will you be tomorrow? 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


From: Hanchett, James (DPH) [mailto:james.hanchett@state.ma.us] 

Sent: Tuesday, June 14, 2011 1:47 PM 
To: Lobik Stephen 
Subject: RE: DPH Project 

9:00 is good; I will be leaving at 12:30 and instrument delivery around 10:00. 

Did you speak with Mark about tiles in N251 ? It appears water from crawl space has damaged tiles. 

Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Tuesday, June 14, 2011 1:38 PM 
To: Hanchett, James (DPH) 

Cc: Salem, Sharon (DPH) 

Subject: DPH Project 


Jim, 

Grace emailed me about a few items I may have dropped the ball on. Let me know if you have a few minutes 
and I can stop by. I am open tomorrow 9:00 to 10:00 or after lunch. Just let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities Planning Division 
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